fgnt<5lAu^^EGOND  ANNUAL  REPORT 

^      For  the  Year  Ending  February  28,  1918 

City  Water,  Light  and  Power  Department, 


SPRINOFIELD,  IIAINOIS 


Commission  Form  of  Government 


Population  (School  Census)  60,076. 


A  I; 


The  two  Turbo  Generators  shown  above  have  a  maximum  capacity  of 
1,000  K.  W.  each.  One  machine  carries  the  entire  load,  the  other  is  held  in 
reserve. 

Total  cost,  including  foundations  and  switchboard,  was  $50,494.00.  A 
protracted  fight  with  the  private  utility  corporation  resulting-  in  the  submis- 
sion of  the  question  of  purchase  to  a  vote  of  the  people  preceded  the  instal- 
lation of  each  generator. 

MANAGEMENT: 

WILLIS   J.    SPAULDING,    COMMISSIONER    PUBLIC  PROPERTY 
WATER  DEPARTMENT.  ELECTRIC  DEPARTMENT. 

Walter  Rkid,  Superintendent  Jas.  E  Dalby, 

John  W.  Citkran,  Chief  Engineer  Superintendent 
Hauvfa'  Hilton,  Foreman  Pipe  Div.  Grs  F.  Anderson, 

Louise  Hesse,  Foreman  Meter  Div.  Line  Foreman 

W.  H.  BOWE,  Collector 
Loris  Benedict,  Auditor 
J.  L.  Woodland,  Solicitor 


1 

Digitized  by 

tlie  Internet  Archive 

in  2013 

http://archive.org/details/listofpersonscor1881west 


ui/h  ^  Mir,  o 

SECOND  ANNUAL  REPORT  OF  THE  COMBINED  MUNICIPAt 
WATER,  LIGHT  AND  POWER  DEPARTMENT,  ^-ISCAL 
YEAR  ENDING  FEBRUARY  28th,  1918. 

The  total  gross  earnings  of  the  two  utilities  amounted  to  $209,- 
287.02;  the  total  operating  expenses  $101,046.72,  leaving  net  earn- 
ings $108,240.30. 

After  making  deductions  of  $24,525.00  for  "depreciation"  to 
make  good  the  estimated  wear  or  deterioration  of  the  property  dur- 
ing the  year,  a  surplus  remains  of  $83,715.30. 

The  figures  presented  separately  are  as  follows: 

WATER  DEPARTMENT 

Gross  income   $144,021.79 

Operating  expense    62,327.85 

Net  revenue   $  81,693.94 

Depreciation    20,490.00 

Surplus   %  61,203.94 

LIGHT  AND  POWER  DEPARTMENT 

Gross  income   $  65,265.23 

Operating  expense  (including  item  of  $3,250.50 
rent  to  water  depa.rtment  on  equipment  used 
jointly)    38,718.87 

Net  revenue   %  26,546.36 

Depreciation    4,035.0X) 

Surplus   ^  22,511.36 

NOTE-  The  Water,  "Light  and  Power  Department  follows  the  uniform 
system  of  accounts  as  outlined  by  the  State  Utilities  Commission  for  private 
utility  corporations. 

The  officers  and  employees  who  have  had  the  responsibility  for 
the  management  and  operation  of  the  City's  Utilities,  are  proud  of 
the  past  year's  results  as  shown  above,  especially  in  view  of  the  fact 
that  costs  have  been  generally  increased  on  account  of  the  war. 
We  are  now  paying  about  double  the  former  price  for  fuel  and  have 
made  substantial  increases  in  wages  to  all  employees.  A  general 
cry  has  been  set  up  by  the  private  utility  corporations  for  an  in- 
crease in  rates.  While  our  municipally  owned  utilities  have  been 
subject  to  practically  the  same  increased  burdens  on  account  of 
war  prices,  there  will  certainly  be  no  necessity  of  increasing  rates 
in  either  the  Water  or  Electric  Departments. 
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Effect  of  the  War  on  Earnings. 

Last  j^ear  the  interest  or  rate  of  return  earned  on  the  total 
money  invested  in  the  Water  "Works  was  9.9  per  cent;  this  year 
it  is  8.5  per  cent.* 

The  rate  of  return  on  the  total  investment  in  the  Light  Plant 
was  21.9  per  cent  last  year;  this  year  it  is  17.8  per  cent. 

This  represents,  with  reasonable  accuracy,  the  effect  of  in- 
creased cost  of  production  due  to  war  conditions. 

However,  the  total  value  to  our  citizens  of  the  municipally 
owned  utilities  is  not  reflected  in  the  earnings  as  shown  above.  We 
pay,  or  try  to  pay  an  additional  dividend  in  the  satisfaction  de- 
rived from  good  service.  The  first  aim  of  these  utilities  is  to  serve 
rather  than  to  make  profits.  We  pay  another  dividend  to  the  ex- 
tent of  the  saving  in  cost  as  compared  to  what  our  consumers  would 
have  to  pay  for  the  same  service  from  a  private  corporation;  but 
there  is  another  element  of  advantage  still  more  important  which 
should  not  be  overlooked  and  which  we  shall  not  fully  enjoy  until 
all  utilities  are  owned  and  operated  by  the  city.  When  Tom  L. 
Johnson,  of  Cleveland,  was  asked  why  he  favored  Public  Owner- 
ship, he  answered,  ''I  believe  in  Public  Ownership  of  public  service 
monopolies  because  if  you  do  not  own  them,  they  will  in  time  own 
you;  they  will  rule  your  politics,  corrupt  your  institutions  and 
finally  destroy  your  liberties."  Large  business  interests  of  a  city 
are  interwoven  with  those  of  the  public  service  corporations  so  that 
citizens  of  wealth  and  influence  who  would  otherwise  take  a  hearty 
interest  in  the  common  welfare  are  often  found  on  the  side  of  mo- 
nopoly and  against  the  city.  There  is  only  one  way  to  keep  the 
public  service  corporation  out  of  politics  and  that  is  by  Public 
Ownership. 

Growth  in  Light  and  Pov^er  Department. 

The  Light  and  Power  Department  has  made  steady  growth  in 
the  sale  of  current  for  commercial  use.  Revenue  received  from  com- 
mercial sales  (excluding  street  lighting)  for  the  year  ending  Feb- 
ruary 28,  1916,  was  $10,972.81,  number  of  consumers  286.  For  the 
year  ending  February  28,  1917,  $29,574.26,  number  of  consumers 
806.  For  the  year  ending  February  28,  1918,  $40,072.17,  number 
of  consumers  1,308.  Power  business  has  also  grown.  We  now  have 
over  600  H.  P.  connected. 


■'^'The  city  pays  nothing  for  water  for  public  uses  although  all  services  are 
metered  where  practicable,  to  account  for  the  water  used  and  to  prevent 
waste. 

There  were  in  service  at  the  beginning  of  the  fiscal  year  852  fire  hydrants. 
Charging  these  to  the  city  at  $40,00  per  year,  would  amount  to  a  total  of 
$34,080.00,  which  is  a  fair  estimate  of  the  value  of  free  service.  In  computing 
the  interest  or  rate  of  return  earned  on  the  property  for  the  year,  we  have 
included  this  item,  although  no  money  is  actually  paid. 
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The  financial  benefits  for  the  year  accrning  to  the  people  of 
Springfield  on  account  of  the  ^Municipal  Electric  Plant,  are  summa- 
rized as  follows: 

Surplus  earned   $22,511.36 

Saving  in  Street  Lighting    IrOOO.OO 

Saving  by  1,308  consumers  account  of  the  dif- 
ference between  company  and  city  rates   25,000.00 

Total  saving   $62,511.36 

It  is  also  true  that  many  customers  of  the  private  company, 
especially  in  the  downtown  district,  have  received  very  substantial 
reductions  in  rates  because  of  city  competition.  It  is  difficult  to 
estimate  what  this  amounts  to.  AVe  know  of  some  instances  where 
the  rates  were  reduced  fifty  per  cent.  The  bill  for  schools  was  re- 
duced from  $266  to  $129  for  one  month.  These  reductions  would 
no  doubt  amount  to  a  good  many  thousands  of  dollars  in  a  year. 

Moreover  the  low  rates  offered  by  the  city  have  induced  many 
citizens  to  wire  their  homes  and  become  electric  users,  thus  bring- 
ing this  great  convenience  more  nearly  within  the  reach  of  all.  We 
have  connected  at  least  one  hundred  of  such  customers  the  last  year. 

Taxes. 

We  do  not  hear  so  much  of  the  old  cry  about  burdenin:'  ^'i? 
taxpayers  in  connection  with  the  ^Municipal  Electric  Plant.  A3  a 
matter  of  fact  the  plant  is  being  supported  entirely  from  its  own 
earnings.  Those  having  a  financial  interest  in  discrediting  'Pub- 
lic Ownership,  argue  that  city  patrons  are  supplied  at  a  loss  Avhich 
is  made  good  by  taxpayers.  The  very  contrary  is  true.  The  users 
of  city  current  are  paying  a  profit  to  the  city  to  the  relief  and 
advantage  of  all  taxpayers. 

Another  favorite  argument  is  that  since  the  Water  and  Light 
Plants  have  been  combined  under  one  roof,  expenses  properly 
chargeable  to  the  cost  of  producing  current  was  charged  to  the 
Water  Department — that  the  earnings  of  the  Water  Department 
have  thus  been  diverted.  With  relation  to  that  criticism  the  follow- 
ing comparison  is  interesting : 

In  1914  and  1915,  the  two  years  just  prior  to  consolidation  of 
the  two  utilities,  the  total  surplus  earnings  of  the  Water  Department 
were  $125,783.91. 

In  1916  and  1917,  the  two  years  following  consolidation,  the 
Water  Department  earned  a  surplus  of  $17-1,029.64,  an  increase  of 
$48,245.73  as  compared  with  the  two  years  before  consolidation. 

As  a  matter  of  fact  the  station  expense  is  equitably  divided 
between  the  two  utilities  and  the  Water  Department  is  getting  its 
full  share  of  the  advantage  of  combined  operation. 
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Extensions  and  Additions. 

Because  of  lack  of  funds  it  is  impossible  to  make  extensions  as 
fast  as  they  are  demanded.  During  the  greater  part  of  last  year 
pole  and  wire  extensions  to  new  consumers  were  only  made  where 
persons  interested  in  securing  the  service  advanced  sufficient  money 
to  pay  for  the  cost  of  material  and  apparatus  required,  such  ad- 
vances being  returned  in  service.  Money  for  building  a  utility 
plant  in  its  infancy  is  usually  provided  by  the  sale  of  bonds  but  we 
are  getting  along  as  best  we  can  without  borrowing.  However, 
additions  to  the  plant  have  been  quite  extensive  this  year,  the 
largest  single  item  being  the  second  reserve  turbo-generator  costing 
$22,664.00.  All  of  these  additions  are  being  paid  for  out  of  the  earn- 
ings of  the  Electric  Department.  On  account  of  war  conditions 
it  is  the  intention  of  the  Department  to  restrict  additions  this  year 
to  the  smallest  possible  amount. 

Water  Department. 

While  there  was  a  substantial  increase  in  operating  expenses 
in  the  AVater  Department,  there  was  also  a  slight  decrease  in  reve- 
nue, which  is  very  unusual.  This  is  accounted  for  in  the  fact  that 
last  summer  was  very  cool  and  wet,  so  that  the  use  of  water  at  pri- 
vate residences  was  much  reduced.  The  earnings  were  also  reduced 
on  account  of  the  fact,  that  whereas  there  is  usually  a  substantial 
prot.t  earned  by  the  Service  Department  on  the  installation  of  new 
services,  this  year  on  account  of  the  increased  cost  of  material  and 
labor,  this  Department  showed  a  loss  instead  of  a  profit.  The  charge 
for  this  work  was  fixed  by  Ordinance  and  has  been  altered  to  suit  the 
conditions. 

Notwithstanding  the  high  price  of  pipe,  the  Department  decided 
that  the  installation  of  a  new  trunk  line  from  the  station  to  the  city 
was  of  sufficient  importance  to  justify  proceeding  with  the  work, 
and  more  than  a  mile  of  pipe  was  purchased  and  distributed  last 
year.    It  is  expected  to  complete  the  line  by  the  close  of  1918. 


TABLE  No.  1. 

STATEMENT  OF  REVENUES  AND  EXPENSES,  LIGHT  AND 
POWER  DEPARTMENT,  YEAR  ENDING 
FEBRUARY  28th,  1918. 

Item  No. 

1  Total  K.  W.  Hours  Generated   2,629,362 

2  Total  K.  W.  Hours  Sold   2,276,293 

3  Distribution  Loss    353,069 

4  Total  Revenue   $  65,265.23 

5  Total  Operating  Expenses    38,718.87 

6  Net  Revenue   $26,546.36 

7  Depreciation   4,035.00 

8  Surplus  Earnings    $22,511.36 

9  Production  Cost  in  Cents  per  K.  W.  Hour  Delivered  Cents 

to  Switchboard    .864 

10  Cost  in  Cents  per  K.  W.  Hour  Delivered  to  Custo- 

mer's Meter    1.878 

11  Average  Rate  Received — Commercial  Lighting — In 

Cents  per  K.  W.  Hour   3.107 

Details  of  Revenue : 

12  Municipal  Street  Lighting  $  23,335.06 

13  Commercial  Street  Lighting   2,656.71 

14  Commercial  Lighting    30,657.28 

15  Commercial  Power    6,758.18 

16  Total  Revenue  from  Sale  of  Cur- 

rent  $  63,407.23 

17  Other  Revenue    1,858.00 

18  Total  Revenue    $65,265.23 

Cost 
In  Cents  Per 

Summary  of  Operating  Expenses :  Amount  K. W.H.  Sold 

19  Production  Expense   $22,713.23  .997 

20  Transmission  Expense    3,319.80  .146 

21  Distribution  Expense    3,705.70  .163 

22  Utilization  Expense    698.03  .031 

23  Commercial  Expense    2,136.06  .094 

24  New  Business  Expense    417.98  .018 

25  General  Expense    2,477.57  .109 

26  Rent  to  Water  Dept.  on  Equipment 

used  jointly  by  Water  and  Light 

Departments   3,250.50  .143 

27  Total  Expenses   $38,718.87  1.701 

28  Depreciation    4,035.00  .177 
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Total  Deductions  from  Revenue  .$  42,753 . 87 


1.878 
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TABLE  No.  2. 

DETAIL  OF  OPERATING  EXPENSES,  LIGHT  AND  POWER 
DEPARTMENT  FOR  YEAR  ENDING  FEBRUARY 


28th,  1918. 

Item  No. 

Production  Expense : 

1  Labor — Superintendence   $  595.01 

2  Boiler  Plant  Labor    4,223.51 

3  Engine  Labor    1,261.62 

4  Electrical  Labor    16.88 

5  Miscellaneous    39.02 

6  Fuel   14,124.43 

7  Water  for  Steam   155.92 

8  Lubricants    276.29 

9  Boiler  Plant  Supplies  and  Exp   228.82 

10  Other  Station  Supplies  and  Exp   283.01 

11  Maintenance — Boilers    503.93 

12  Boiler    Feed    Pumps    and  other 

Boiler  Ecpiipment    121.21 

13  Engines  and  Turbines   545.83 

14  Auxiliary  Eng.  Room  Equip   193.64 

15  Electrical  Equipment   62.01 

16  Boiler  Plant  Buildings    26.04 

17  Power  Plant  Buildings    56.06 


18  Total  Production  Expense   $22,713.23 

Transmission  Expense: 

19  Substation  and  Switching  Wages  $  2,379.94 

20  Substation  Supplies  and  Expense    626.78 

21  IMaintenance  Transmission  System    183.64 

22  Substation  and  Switching  Equipment   84.54 

23  Substation  Buildings    44.90 


24  Total  Transmission  Expense    3,319.80 

Distribution  Expense : 

25  Superintendence   $  732.10 

26  Inspecting,  Removing  and  Resetting  Transformers  67.31 

27  Removing  and  Resetting  Meters    57.68 

28  Meter  Dept.  Supplies  and  Expense   132.26 

29  Distribution  Supplies  and  Expense    323.18 

30  Maintenance— Overhead  Dist.  System    2,160.60 

31  Underground  Dist.  System    112.36 

32  Services   95.17 

33  Transformers    12.54 

34  Meters    12.50 


35  Total  Distribution  Expense   $  3,705.70 


7 


Utilization  Expense: 

36  Complaint  Expense   $  518.18 

37  Coml.  Lamps,  Signs,  etc   12.39 

38  Mnnl.  Lights  ]\laint.  of  Lamps  and  Fixtures   52.65 

39  Free  Installations^Power  Consumers   33.92 

40  Other  Free  Work    25.87 

41  Miscl.  Customers'  Premises  Expenses   55.02 


42  Total  Utilization  Expense   :  $  698.03 

Commercial  Expense: 

43  Meter  Reading  and  Delivering  Bills   $  253.84 

44  Collection  Expense    153.85 

45  Other  Supplies  and  Expense    179.35 

46  Miscl.  Commercial  Salaries  and' Expense   1,549.02 


47  Total  Commercial  Expense  $  2,136.06 

New  Business  Expense: 

48  Advertising   $  97.51 

49  Soliciting    320.47 


50  Total  New  Business  Expense   $  417.98 

General  Expense : 

51  Salaries  General  Office  Clerks  $  798.42 

52  Stationery  and  Printing    42.03 

53  General  Office  Supplies    48.98 

54  Insurance    200.85 

55  Miscellaneous  General  Expense    1.245.82 


56  Total  General  Expense   $  2.336.10 

TABLE  Xo.  .3. 

PLANT  AND  EQUIPMENT,  LIGHT  AND  POWER  DEPARTMENT. 

^\ith- 

Value       Additions    dr  a  Avals  Value 
Item  Februarv      During      During-  Februarv 

No.  28,  1917.        Year.        Yearr      28,  1918. 

1  Land  $  1.200.00    $  1,200.00 

2  Buildings    5,560.75  $     387.55    5,948.30 

3  Production  Equip..    35.608.85     22,664.08    58,272.93 

4  Substation  Equip...    10,040.11    $    29.47  10,010.64 

5  Distribution  Lines.    33.857.32      8,^0.09    42,467.41 

6  Services   6,117.74      4,301.71    10,419.45 

7  Transformers    8,304.38      3,010.44     123.14  11,191.68 

8  Meters    6,844.69      4,533.84    11,378.53 

9  Muni.  Lamps  &  Eq.  12,121.91        187.33    12,309.24 

10  Miscellaneous    994.20  29.20       19.60  1,003.80 


11      Total   $120,649.95  $43,724.24  $  172.21  $164,201.98 
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TABLE  No.  4. 

ELECTRIC  METERS  IN  SERVICE. 
Size  in  Amperes.        5    10  15  20  25  30  40  50  60  75  100  Total 

February  28,  1918  928  241  42    3  58    1    3  24    1    4     7  1312 

February  28,  1917  555  150  28    4  42    1    3  12    1    3     7  806 


Gain  during  year   506 

TABLE  No.  5. 

TRANSFORMERS  IN  SERVICE. 
Size  K.  V.  A.'s.       1  IJ    2  2i    3    4    5  7i  10  15  25  30  Total 
February  28,  1918....  8    7  15    3  29    3  24  21  22  13    3    2  150 
February  28,  1917....  7    8  16    3  22    3  11  16  18  12    3    2  121 


Gain  during  year    29 

TABLE  No.  6. 

STREET  LAMPS  IN  SERVICE. 

1   Municipal : 

Street  Intersections: 

97    Magnetite  Arc  Lamps. 
639    400  C.  P.  15  Amp.  Type  C  Lamps. 
79    400  C.  P.  6.6  Amp.  Type  C  Lamps. 

Ornamental  Posts: 

86    400  C.  P.  20  Amp.  Lamps,  Adams  Street. 

25  100  "Watt  220  V.  Lamps,  Oak  Knolls. 
10    100  Watt  220  V.  Lamps,  Dial  Court. 

4    100  Watt  200  V.  Lamps,  Leland  Place. 

26  200  Watt  220  V.  Lamps,  Orendorff  Place. 
Alley  Lamps: 

8    250  Watt  110  V.  Lamps. 
17    200  C.  P.  4  Amp.  Lamps. 


991 

Total. 

2    Commercial : 

9 

400  C.  P.  15  Amp.  Type  C  Lamps,  Railroad  Crossings. 

116 

100  Watt  220  V.  Lamps,  Washington  Park. 

84 

100  Watt  200  V.  Lamps,  Lincoln  Park. 

5 

250  Watt  220  V.  Lamps,  Lincoln  Park. 

24 

100  Watt  220  V.  Lamps,  Bunn  Park. 

7 

100  Watt  220  V.  Lamps,  lies  Park. 

4 

100  Watt  220  V.  Lamps,  Enos  Park. 

12 

lOO  Watt  220  V.  Lamps,  Reservoir  Park. 

59 

100  Watt  220  V.  Lamps,  South  Grand  Avenue. 

18 

250  Watt  220  V.  Lamps,  Grand  Boulevard. 

10 

150  Watt  220  V.  Lamps,  Grand  Boulevard. 

6 

100  Watt  220  V.  Lamps,  Grand  Boulevard. 

3 

400  CP.  20  Amp.  Lamps. 

357  Total. 


/ 


MNBHIY  OF  UMs  imtm  • 
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Cost  Per  Lamp  Per  Year- 

-All  Night  Schedule: 

Mainte- 

Current 

Total  Cost 

No. 

Type,             nance  Cost. 

Cost. 

per  year. 

97 

Magnetite  Arcs   

$7.80 

$33.30 

$  3,986.70 

804 

400  C.  P.  Type  C  

7.80 

26.60 

27,657.60 

o 
o 

250  Watt  Incandescent  . 

3.60 

25.00 

OOO  OA 

43 

200  Watt  Incandescent  . 

3.60 

20.00 

1,014.80 

39 

100  Watt  Incandescent  . 

3.00 

10.00 

507.00 

991 

$33,394.90 

NOTE — The  above  cost  of  maintenance  includes  the  entire  cost  of  lamp 
and  globe  renewals,  mercury  tubes  for  rectifiers,  maintenance  of  lamp  equip- 
ment and  the  cost  of  patrollingr  the  system,  which  requires  the  services  of 
one  man.  The  charge  for  maintenance  for  different  styles  of  lamps  is  ap- 
proximately the  actual  cost.  While  the  cost  for  lamp  renewals  for  the 
magnetites  is  much  less  than  for  the  Type  C,  when  the  cost  of  mercury 
tubes  is  considered  it  would  make  the  total  cost  about  the  same.  Rate  for 
current        cents  per  K.W.H. 


TABLE  No.  7. 

BALANCE  SHEET,  LIGHT  AND  POWER  DEPARTMENT, 
FEBRUARY  28,  1918. 

Item  No, 

Assets :  • 

1  Cash   $  21.90 

2  Cash— Conduit  Fund    57,974.88 

3  Accounts  Receivable    19,945.94 

4  Plant  and  Equipment   164,201.98 

5  Material  and  Supplies    6,204.50 

6  Total    $248,349.20 

Liabilities : 

7  Conduit  Bonds   $  60,000.00 

8  Certificates  of  Indebtedness   6,000.00 

9  Corporate  Fund  Advances   102,208.45 

10  Accounts  Payable    33,798.84 

11  Customers'  Deposits    3,949.53 

12  Depreciation  Reserve    6,445.94 

13  Surplus    35,946.44 

14  Total    $248,349.20 

TABLE  No.  8. 

SCHEDULE  OF  ELECTRIC  RATES. 

Item  No. 
1    Lighting  Rate: 

First  Thirty  K.W.II.  used  in  each  month  $0.06 

All  over  Thirty  K.W.H.  Used  03 

Minimum  Charge  per  Month   50 
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2   Power  Rate :  . 

Current  per  K.W.H  01 

Plus  an  additional  charge  at  the  rate  of  $1.00  per 
month  for  each  K. W.  of  the  active  connected  load 
of  such  consumer  during  such  month  up  to  and  in- 
cluding 10  K.W.,  and  50  cents  per  K.W.  for  all  ex- 
cess above  10  K.W.,  provided  that  no  charge  to  any 
one  private  consumer  for  any  one  month  shall  be 


less  than  One  Dollar. 

3  Street  Lighting  Rate: 

Current  per  K.W.H  '  02^ 

Plus  Maintenance  Charge. 

4  Cooking  Rate : 

Per  K.W.H.  022 


Bills  for  electric  current  furnished  to  private  consumers  during 
each  month  shall  be  due  and  payable  upon  the  first  day  of  the  next 
succeeding  month  and  shall  be  discounted  10  per  cent  if  paid  with- 
in ten  days  after  becoming  due. 

TABLE  No.  9. 

STATEMENT  OF  REVENUES  AND  EXPENSES  OF  WATER 
DEPARTMENT,  YEAR  ENDING  FEBRUARY  28th,  1918.  . 


Item  No. 

1  Total  Revenues  $144,021.79 

2  Total  Operating  Expenses    62,327.85 

3  Net  Revenue   $  81,693.94 

4  Depreciation   20,490.00 

5  Surplus  Earnings   $  61,203.94 

Details  of  Revenue : 

6  Commercial  Sales  of  Water   $  90,891.28 

7  Domestic  Sales  of  Water   49,179 . 62 

8  Total  Revenue  from  Sale  of  Water  $140,070.90 

9  Other  Revenue    3,950.89 

10  Total  Revenue   $144,021.79 

Summary  of  Operating  Expenses  : 

11  Pumping  Expense   $  34,128.63 

12  Distribution  Expense    7,506.69 

13  Utilization  Expense    1,889.49 

14  Commercial  Expense    8,893.53 

15  General  Expense    9,909.51 

16  Total  Expense  $  62,327.85 
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TABLE  No.  10. 

DETAILS  OF  OPERATING  EXPENSES,  WATER  DEPARTMENT, 
YEAR  ENDING  FEBRUARY  28,  1918. 

Item  No. 

Punnpin-g  Expense : 


1  Labor — Superintendence   $  1,636.93 

2  Boiler  Plant  Labor   3,878.88 

3  Engine  Labor   •.  •   3,451 . 52 

4  Miscellaneous  Labor    721.32 

5  Fuel   -  $  12,498.34 

6  Lubricants    728.00 

7  Boiler  Plant  Supplies  and  Expense    205.46 

8  Other  Station  Supplies  and  Expense    1,363.20 

9  Maintenance — Boilers    524.76 

10  Boiler    Feed    Pumps    and  Other 

Boiler  Equipment    110.23 

11  Steam  Pumping  Equipment    385.57 

12  Auxiliary  Equipment    85.76 

13  Source  of  Supply   6,601.57 

14  Pumping    Station    Grounds  and 

Buildings    1,937.09 


15  Total  Pumping  Expense  $34,128.63 

Distribution  Expense: 

16  Labor  Resetting  and  Removing  Meters  $  956.98 

17  Street  Dept.  Labor    335.39 

18  Meter  and  Fitting  Dept.  Labor   1,122.84 

19  Street  Dept.  Supplies  and  Expense   394.47 

20  Meter  and  Fitting  Dept.  Supplies  and  Expense.  . .  41.49 

21  Maintenance — Reservoirs,  Tanks  and  Standpipes..  726.57 

22  ]\hiins    291.10 

23  Services    702.51 

24  Hydrants      452.30 

25  IMeters   2,323.20 

26  Miscellaneous    159.84 


27  Total  Distril)ution  Expense   $  7,506.69 

28  Utilization  Expense :  Customers' Premises  Expense.  .$  1,889.49 

Commercial  Expense : 

29  Meter  Reading  and  Delivering  Bills  $  1,555.14 

30  Collection  Expense   260.17 

31  Office  Supplies  and  Expense    913.48 

32  Miscellaneous    Commercial,    Office    Salaries  and 

Expense    6,164.74 


Total  Commercial  Expense   $  8,893.53 
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General  Expense: 

33  Salaries  General  Officers   $  2,018.34 

34  Salaries  General  Office  Clerks   2,452.44 

35  General  Office  Supplies  and  Expense   346.12 

36  Insurance    212.36 

37  Uncollectible  Bills  •  •   999 . 83 

38  Miscellaneous  General  Expense    3,880.42 


39  Total  General  Expense   $  9,909.51 

TABLE  No.  11. 

PLANT  AND  EQUIPMENT,  WATER  DEPARTMENT. 

With- 

Value  as  Additions     drawals  Value  as 

Item                                         of  Feb.  28,  During         During-  of  Feb.  28, 

No.                                              1917.  Year.           Year.  1918. 

1  Land  Capital   $     41,096.92  $   4,583.01    $  45,679.93 

2  Source  of  Supply  Equip..     131,674.04  4,352.61    136,026.65 

3  Buildings                                   58,633.44  73.63    58,707.07 

4  Pumping  Equipment                90,151.53  33.00    90,184.53 

5  Boiler  Equipment                    18,028.65  10,528.12    28,556.77 

G  Auxiliary  Sta.  Equip.  ...         5,074.72  379.19    5,453.91 

7  Transmission  Mains   ...             17.70  31,582.99    31,600.69 

8  Reservoir                                 24,554.00    24,554.00 

9  Mains  and  Hydrants             579,723.72  16,862.95    596,586.67 

10  Meters                                      65,345.90  2,243.75    $         4.50  67,585.15 

11  Miscellaneous  Equip.   ...       10,205.90  11,431.32        1,457.83  20,179.39 


12         Total  $1,024,506.52    $  82,070.57    $   1,462.33  $1,105,114.76 


TABLE  No.  12. 

WATER  MAINS  IN  SERVICE. 

In  Service  Installed         In  Service 

Feb.  28,  During  Feb.  28, 

Size.                                     1917.  Year.  1918. 

3  inch                                      2,040    2,040 

4  inch                                    66,760    66,760 

•  6  inch                                  429,276  14,835  444,111 

8  inch                                      1,200    1,200 

10  inch                                    77,278    77,278 

16  inch                                   23,331    23,331 

20  inch                                      6,921    6,921 

24  inch                                    16,146    16,146 


Total    622,952  14,835  637,787 

At  date  120  miles+4,187  feet. 
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COST  MAINS  LAID  THIS  YEAR, 

Labor  Per     Material       Per  Total  Per 

Feet  Laid.  Cost.  Foot.  Cost.  Foot.  Cost.  Foot. 
6  inch: 

14,835.  .$3,068.35  $0.21  $13,747.94  $0.92  $16,816.29  1.13 
TABLE  No.  13. 

OUTPUT  REPORT  WATER  DEPARTMENT,  YEAR  ENDING 
FEBRUARY  28,  1918. 


No.  Gallons 

1  Total  Pumpage   2,004,220,201 

2  Pump  Slip,  3%    60,126,606 


3  Net  Pumpage   1,944,093,595 

Sales : 

4  Commercial  Sales    1,157,728,372 

5  Domestic  Sales    262,625,919 

€       Miscellaneous  Sales    13,423,694 


7  Total  Sales   1,433,777,985 

Freewater : 

8  Metered   *   31,900,331 

9  Not  Metered    37,391,737 


10  Total    69,292,068 

11  Meter  Slip,  5%    73,283,915 

12  Total  Accounted  For   1,576,353,968 

13  Unaccounted  For    367,739,627 

14  Average  Pumpage  Per  Day    5,491,014 

15  Highest  Daily  Pumpage — September  1st   7,063,105 

16  Lowest  Daily  Pumpage— May  3d   3,629,624 
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TABLE  No.  15. 

BALANCE  SHEET,  WATER  DEPARTMENT,  FEBRUARY  28, 

1918. 


Item  No. 

Assets : 

1  Plant  and  Equipment   "...  .$1,105,114.76 

2  Cash,  City  Treasurer    26,342.92 

3  Cash,  Collector    150.00 

4  Cash,  New  Main  Fund   4,798.27 

5  Tax  Warrants    12,500.00 

6  Material  and  Supplies    26,949.73 

7  Accounts  Receivable    36,572.49 

8  New  Main  Account    6,840.78 


9             Total  Assets    $1,219,268.95 

Liabilities : 

10  Accounts  Payable   $  12,778.23 

11  Main  Extension  Certificates   8,038.88 

12  Judgments    31.80 

13  Depreciation  Reserve  .   37,955.93 

14  Customers'  Deposits    3,621.09 

15  Surplus   1,156,843.02 

16  Total  Liabilities    $1,219,268.95 

TABLE  No.  16. 


SCHEDULE  OF  WATER  RATES. 


Item  No. 

1  Domestic  Rates : 

2,999  Cu.  Ft.  or  Less  per  Quarter. . 
3,000  to  6,999  Cu.  Ft.  per  Quarter. 
7,000  to  13,999  Cu.  Ft.  per  Quarter 
Over  14,000  Cu.  Ft.  per  Quarter.  . . 
Minimum  Charge  per  Quarter .... 

2  Commercial  Rates : 

999  Cu.  Ft.  or  Less  per  Month  

1,000  to  1,999  Cu.  Ft.  per  Month .  . . 
2,000  to  6,999  Cu.  Ft.  per  Month.  .  . 
7,000  to  13,999  Cu.  Ft.  per  Month.  . , 
14,000  to  27,999  Cu.  Ft.  per  Month. 
28,000  to  39,999  Cu.  Ft.  per  Month. 
40,000  to  54,999  Cu.  Ft.  per  Month. 
Over  55,000  Cu.  Ft.  per  Month  


$0,121  per  100  Cu.  Ft. 
.llf  per  100  Cu.  Ft. 
.10  per  100  Cu.  Ft. 
.081  per  100  Cu.  Ft. 
1.00 


$0,121  per  100  Cu.  Ft. 
.llf  per  100  Cu.  Ft. 
.10  per  100  Cu.  Ft. 
.081  per  100  Cu.  Ft. 
.071  per  100  Cu.  Ft. 
.06f  per  100  Cu.  Ft. 
.05^  per  100  Cu.  Ft. 
.05  per  100  Cu.  Ft. 
.50 


Minimum  Charge  per  Month  

A  penalty  of  ten  (10)  per  cent  shall  be  added  to  all  bills  not 
paid  on  or  before  the  tenth  (10th)  day  of  the  month  in  which 
they  are  due,  which  penalty  must  be  collected  with  the  bill. 
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